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P/RFS~13—42 


SP—RH900~53 
SPaLSi631,~2 
SP-LS1673-4-13 
SP-131673--5-39 
SP-LSL652-19 


SPHLSh653-27 


COVER, OXYGEN DISCONNECT 

SUCTION TUBE, HYDRAULLC PUMP LINE 
SHROUD, EQUIPHENT HATCH Al 

VENT, TANK, RIGHT HAND FORWARD END 


BOLT, UNLV. FITTING SHEL IN 
(USN, THREAD 7/16-200F-3, 1.375 IN 1G 


BOSH ING, HQUYPMENT HATCH A 
BUSHING, #10 NOLT SIZE 

BUSHING, # 5/16" BOLT SIZE 
BUSHING, STEEL #10 BOLT, .125 LG 
BUSHING, #10 BOLT, .68¢ LO 
BUSTING, # 5/16 BOL 

BUSHING, MLG ORAG STRUT 

BUSH INC, IG ORAG STRUT 

BUSHING, IO DRAG STRUT 


CLAMP, BONDING ALUM., 2/2 IN ID, 
4/3 IN. JUMPER 


CLIP, ANGLE ALUM ALLOY 7/32"di x 040 
In THK 


KLNOW, UNIV 9ODEC STENL L°TUBE, 
THREAD 7/16~20NF-3 


GASKET, COPPER ASBESTOS ANNULAR, 5-5/16ID 


PACKING, 0 RING OD1/8", ID .239 
PIN, RETAINE? RING,2*, 13/16" LG 


PIN, RETATNE? RING 5/16" DIA., USE 
W/RING, NAS$1-31 


RING, EYD PACKING BACKUP, TEFLON 1.000% 


DIA. x 2075 THE 


RING, FY PACKING BACKUP TRFLON 1.750" 


x «O75 


CEE 

sarc /Y¥S 7 2 

copy f oF fi 

wir QUATRE 
aA 10 
RA 8 
SA i 
FA iy 
EA 20 
EA 4.4] 
EA 20 
BA 20 
BA. 20 
BA 20 
EA mo) 
BA 20 
BA 2D 
BA 2D 
BA 2 
EA 26 
BA ral) 
20 
#A 20 
EA 20 
BEA 22 
B00 
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SPoL Si, 76l,-12 RNIG,HYD PACKING BACKUP TRFLON 
7 i <M TD x JI7L" WD x 064" THK HA 109 
«sR ESA 764~16 RING, HYD PACKING BACKUP TEFION . ae 
sa 1,291" ID x 169 Wx 063," THK EA ne 5 
‘ SPHL3606=5 SPACER, PIBMOLIC 7/16" OD x 5/32 = 
° SPu1S606—12 SPACER, PHENOLIC 7/16" OD x 3/6 
sis #6 SOReu LENGTH, 2380 ~ .370 EA 206 
F SPaLS606— 24, SPACER, PHENOLIC 7/16"0D x 3/k _ 
- ge scnkw LENGTH 755 - 2745: RA 206 
29. SPL SEO Tab SPACER, PHENOLIC #" OD x 3/16 BA 200 
3. SP-LS6O7~ SPACER, PHENOLIC 4" OD x 9/32 | 
se ee jib sory LINC 206 ~ .276 BA 20 
31. SPLSEO7= 58 SPACER, PHENOLIC $° OD x 1-13/16-10 SC.EA one: 
| ) SPE ; £ t oD x . 
32. SPLCER, PHENOLIC His : x 3/8 m ae 
3. SPACER, FLAN GED #10 x .11 TUBE OD | > 
. 5/16" LENO 1.10 BA 208) 
She SPACER, FLARED #10 x oi2 FOBE OD a 
5/i6* LENGHH 1.20 RA 200 
35. SP-IS6S4-14, SPACER, Pi Nee Le = ig i oe 
36. SPH-LS63hA25 SPACER, PLANTED #10 x .250 OD, 5/16"L, 2.50 20) 
PulS6' SPACER, FLANGEDF10 x .33 TUBE OD 
Me 7 S/AI6Y LENGTA, 3.30 BA 209 
| 2 ehh, TUBE OD 
36. SPHLSEI Hh SPACER, ee x ohh co es os 
39. SPuRG@LLZAV CABLE, COAXIAL 22" LG, W/PL=259A EA 19 
40. SPalnJa8 COARD, TATIMHEEL STRUT EA 20 
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